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Message Text 



UNCLASSIFIED 

PAGE 01 ISTANB 02817 2909 17Z 
20 

ACTION NEA- 12 

INFO OCT-01 ADP-00 EUR-25 PM-07 CIAE-00 INR-10 NSAE-00 

PA-03 RSC-01 USIA-15 PRS-01 L-03 EB-11 RSR-01 /090W 

081695 

R 290816Z AUG 73 

FM AMCONSUL ISTANBUL 

TO CINCUSNAVEUR LONDON 

INFO SECSTATE WASHDC 4465 

AMEMBASSY ANKARA 

COMSIXTHFLT 

CNO WASHINGTON 

NAVY JAG WASHINGTON DC 

USS INDEPENDENCE 

CTG SIX ZERO 

USCINCUER VAIHINGEN GER 

UNCLAS ISTANBUL 2817 

E.O. 11652: N/A 
TAGS: MOPS, TU 

SUBJECT: JOINT SURVEY OF USS INDEPENDENCE UNDERWATER CABLE DAMAGE 

REF: A CINCUSNAVEUR 101752Z; B. ISTANBUL 2590; C. ISTANBUL 2644 

1. JOINT SURVEY NOW SCHEDULED FOR 1000 FRIDAY AUG 31 AT 
METRO HAN, TUNEL, BEYOGLU, ISTANBUL. PARTIES ATTENDING 
WILL BE TAHSIN USER, PRINCIPAL SURVEYOR FOR TURKEY, 

AMERICAN BUREAU OF SHIPPING: YUSUF TASKIRAN, CHIEF ENGINEER 
IN CHARGE OF MAINTENANCE, ISTANBUL TELEPHONE COMPANY, AND 
NECMETTING ARBATLI, ASSISTANT GENERAL MANAGER, I.E.T.T. 

(ISTANBUL ELECTRICITY BUS AND SUBWAY COMPANY). MR. SEVKI 
CELIKEL, SENIOR TECHNICAL SPECIALIST, WILL REPRESENT THE 
CONSULATE GENERAL. 

MACE 



UNCLASSIFIED 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973ISTANB02817 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: ISTANBUL 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1973089/aaaaagbl.tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: A CINCUSNAVEUR 101752Z; B. ISTANBUL, 2590; C. ISTANBUL 2644 

Review Action: RELEASED, APPROVED 

Review Authority: kelleywO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 06 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06-Sep-2001 by reddocgw>; APPROVED <12 FEB 2002 by kelleyw0> 

Review Markings: 
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Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: JOINT SURVEY OF USS INDEPENDENCE UNDERWATER CABLE DAMAGE 
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